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Polycom Plastic Industries, a leading GRP Water Tank manufacturers 
in UAE with 18 years of experience in solutions for water storage, has 
developed its GRP tank experience with creative solutions for water 
storage in UAE with ISO 9001 certification. The business was initiated 
with the goal, through the installation of GRP Panels in modular and 
versatile models with uncompromising quality and confidentiality levels, 
of a simple innovative, globally certified water storage solution to ensure 
that water is preserved to the highest standards of purity. A perception of 
a clean water storage system without maintenance is the key driver to 
the production of the product. The know-how and industry-specific 
experience of Polycom focus on the markets and technological needs of 
each product. 





www.polycomplasticinds.com 


<% 


OUR PRODUCTS E 





POLCON 
POLYCOM 





Polyethylene Water Tanks GRP Tanks 
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Portable Toilet Road Barrier 
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FRP PRODUCTS 


For the construction of chemical plant equipment such as tanks 
and boats, it is a modern composite material. At FRP products 
manufacturer UAE, the storage tanks and vessels are made using 
POLYCOM the technique of contact moulding. This type of tank has many 
| other benefits with strong insulating properties, such as 
lightweight, high physical strength, quick maintenance, and less 
downtime. We are one of the leading FRP tank manufacturers in 
UAE 


Advantages of FRP tanks 
Œ Corrosion Resistance 
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